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"with moderate pressure the coal dust is compressed
into a compact, adherent cylinder. The screw is
then turned up, the form is withdrawn from the
lower guides, the ends of the thread where they
have come into contact with the wax are cut off
with a knife, and the form is slipped into the upper
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guides of the press. On again turning down the
screw, the coal cylinder is pushed down through the
form.
The form should be carefully cleaned after use and
thoroughly oiled. An excess of oil is removed with
filter paper. A trace of oil is intentionally left in
the form, since it greatly facilitates the preparation
of the coal cylinders.
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